BIO-RESEARCH CONSULTANTS, inc. 

_CONSULTATION ~ 

- ■ ' ~ RESEARCH • DEVELOPMENT - 


F. HOM8URGER, M. D.,Director 9 COMMERCIAl AVENUB 

P. BERNFELD. Ph.D.,Director of ResearcH CAMBRIDGE, MASSACHUSETTS 02141 

( 617 ) 664-0735 


October 15, 1969 


Dr. Thomas S. Osdene 
Director of Research 
Philip Morris U.S. A. 

P. O. Box 3D 
Richmond, Virginia 23206 

Dear Dr. Osdene: 

Enclosed is interim report No. 20 on project C- 172 which 
we hope will meet with your approval. 

Studies are progressing satisfactorily so that a sufficient 
amount of experimental data should be available for presentation 
during our next reporting period. 


Sincerely yours. 



Cornelis G. VamDongen, Ph.D. 
Research Associate 
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